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USIB-D-5.1/2 
3 April 1963 
UNITED STATES INTELLIGENCE BOARD 
MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJECT : Proposed Amendments to Director of Central 
Intelligence Directives (DCIDs) to Reflect the . 
USIB Action on the Committee Structure of the USIB 
REFERENCES : (a) USIB-D-27.1/18, 31 May 1962 (corrected 7 June 1962) 


(b) USIB-M-225, 18 July 1962, item 8 
(c) USIB-D-5.1/1, 7 September 1962 


1. The attached memorandum (Tab A), prepared by the Coordination 
Staff, incorporates revisions in Reference (c), above, to reflect the comments 
submitted by Board members on Reference (c). The dashes and underlining 
therein indicate, respectively, the deletions and additions proposed to be 
made in the text of certain existing DCIDs. 


2. It is requested that Board members record in the vote sheet attached 
at Tab B either their approval of or other views on the proposed revisions 
in DCIDs set forth in the attached memorandum from[ iS and 25X1 


return the vote sheet to the Secretariat not later than close of business on 
15 April 1963. 


3. Revisions proposed for DCID No. 2/2 (Charter for Critical Collection 
Problems Committee) are being circulated separately for USIB diseonssion in in” 
view of DIA's and the Services' non-concurrence in the provision that proposed 
studies by the CCPC should be subject to approval by the DCI. Although this 
provision was specifically approved by USIB £ see reference (b)_/, DIA and the 
Services now propose that such studies be approved by USIB rather than by the 


DCI. 


25X1 


Executive Secretary 


Attachments 


oad nil car 
rading and 
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3 April 1963 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJECT: Proposed Revisions in Director of Central Intelligence 
Directives (DCIDs) to Reflect the USIB Action on the 
Committee Structure of the USIB (USIB-D-27. 1/18) 
I believe that the proposed revisions set forth below will adequately 
implement the recent USIB decisions with respect to the Committe 


structure and the comments by Board members on the earlier propased 


revisions circulated in USIB-D-5.1/1. 


a. DCID No. 1/4 (Committee on Documentation) - No change 


required. 


b. DCID No. 1/5 (Terms of Reference, Watch Committee of the 


USIB) - No change required in revised version, approved 8 August 
1962, except that the reference in paragraph E. 2. to ''NSC 5438" 
will now be changed to reflect issuance of "NSAM No. 226" on 


27 February 1963. 


c. DCID No. 1/11 (Security Committee) - No change required. 


d. DCID No. 2/2 (Charter for Critical Collection Problems 


Committee) - Revisions being circulated separately. 


Organizations and Individuals) - Revise paragraph 6 to read: "Under 


the chaizmanship-of the -Gentral-mtelligence- Agency; -a-commitiee 


ding and 
EPS OO GU 


25xX1 
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eomposed of -interested representatives-of the -IntelHigenee Board 
departments -and agencies -will meet -periodieally-to consider mutual 


problems-and -interests in-connection -with-this-program. Coordination 


shall normally be achieved through specified points of contact 


designated by interested agencies. ne 


f. DCID No. 2/4 (Exploitation of Foreign Language Publications )- 
Revise paragraph 3 to read: ''Fhere-is-hereby established the-Gernmnittee 
en-Exploitation-of Foreign-Language- Publications; an interdepartmental 
eontnittee- under -the-chairmanship -of-the Gentral -InteHigenece -Ageneyr 
Members-eof the -InteHigenee -Board-are invited-to designate repre-- 
sentative s to-this- Comnrittee.- -Other departments and-ageneies of - 
the Government -may-be -invited by-the Gommitee -to-participate iA 
discussions-ef matters-it whiech-they have-an -inte re st.- -The-Comnrittee 
shaH-advise and-assist-the Gentrai -InteHigenee -—Ageney -in-the 


implementation of this directive. Coordination shall normally be 


achieved through specified points of contact designated by intere sted 


agencies. uf 


g. DCID No. 2/5 (Procurement of Foreign Publications) - 
Revise paragraph 3 to read: "There is thereby established-the Gommittee 
eon -Proeurement-of Foreign-Publications;-anm interdeparimental 


eommmittee- under -the-ehairmanship -of-the Gentral -InteHigenee -—Ageney- 


Poy ae 
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Membevrs-of the -Intelligenee -Beard -shall designate representatives 
to this- Gommiultee - - Other-departments -and agencies -of- the Government 
mey be- invited -by the -Gommittee-to participate -in-discissions-of 


mratter s -in- whieh they-have -arr interest; - -Fhe -Gommittee- shaH-advise 
and -essist the-Central intelligence Agency in+the-impiernrentation of 
this-directiver Coordination shall normally be achieved through 
specified points of contact designated by interested agencies. "' 

h. DCID No. 2/6 (Gommrittee on-Exechanges Coordination of 
Intelligence Interests in the East-West Exchange Program) - See 
attachment, 

i.  DCID No. 2/7 (Committee on Overhead Reconnaissance) - 
No change required. 


25X1 


k. DCID No. 3/1 (Production and Coordination of Foreign 
Economic Intelligence) - Revise paragraph 3.b. to read: "The Central 
Intelligence Agency and the intelligence components of the Depart- 
ments of State, Defense, Army, Navy, and Air Poreeneue ofthe 


aa 
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teint-Staff{JGS); , and the National Security Agency; -and the -Offiee 
ef Special Operatiens{OSD) shall each furnish one member and an 
alternate to the EIC. Any other department or agency whose interest 
or competence may be relevant to problems under consideration may 
also be invited to participate in the work of the EIC. The 
representative from the Central Intelligence Agency shall serve as 
Chairman, and the Central Intelligence Agency shall provide the 
Secretariat." 

1, DCID No. 3/3 (Production of Atomic Energy Intelligence) - 
No change required. 

m. DCID No. 3/4 (Production of Guided Missile and Astronautics 
Intelligence) - No change required. 

n. DCID No. 3/5 (Production of Scientific and Technical 
Intelligence) - Renumber paragraph 8 as paragraph 8.a. and add new 
paragraph 8.b. to read: "Because of the close relationship of the SIC, 
the JAEIC, and the GMAIC, close coordination is imperative. The 


SIC should take the initiative in insuring that such coordination is 
effected in areas of joint or overlapping concern. This does not imply 
that SIC should have a supervisory role over the normal activities of 


JAEIC and GMAIC in their respective fields. "' 


mar ae 
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p. DCID No. 5/5 (Charter for Interagency Clandestine Collection 
Priorities Committee) - No change required. 

q. DCID No. 6/1 (SIGINT Committee) - No change required. 

r. DCID No. 7/1 (Handling of Critical Intelligence) - Delete 
paragraph 10. '"T9-assist-the Intelligence Board in-carrying- out and- 
ecordinating the-above duties, -responsibilities and-proeedures, -the 
Critical -Gommunieations- Committee is hereby established. "' 


s. NIS Standard Instructions (National Intelligence Survey 


Committee) - No change required. 


Assistant for Coordination 


Attachment: (1) Draft revision of DCID No. 2/6 


a 
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DIRECTOR OF CENTRAL INTELLIGENCE DIRECTIVE NO, 2/6 
COMMIFTEE -ON- EXGHANGES 
COORDINATION AND EXPLOITATION OF EAST-WEST EXCHANGE PROGRAM 
1 Pursuant to provisions of NSCIDs 1, 2, and 3, and for the purpose 
of ensuring previding-a mechanism for-the coordination of intelligence 
interests related to East-West exchanges, the CIA, as a service of 
common concerm shall, in concert with other interested agencies: in 
erder +o-achieve the maximum-ittelhpgence-benefits therefront,- the 
Committee on-Exchanges-ef the -J-S- InteHigenee Board-is-hereby 
established: 
1, --Organization 
The-Committee shall consist of-representatives from: the de— 
partments and agencies -which are-members-of the -Inteligenee Boardr 
Other departments and-agenetes may be invited-by the- Chairman te 
participate,- as-appropricte- -Fhe Gentral-telliigence-Agency-shalH-provide 
the Gheirmean and the secretariat. 
2°--Functronrs 
a. Fo Advise the Soviet and Eastern European Exchanges 
Staff, Department of State, on all intelligence aspects related to 
exchanges, exclusive of internal security; to assess the probable net 


advantages from an intelligence standpoint, considering both intelligence 
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and technological gains or losses; and te make recommendations on itin- 


eraries and other details necessary te for effective intelligence ex- 
ploitation in line with the Priority National Intelligence Objectives. 

b. To Serve as the focal point for initiating, planning and 
developing exchanges which might contribute to the solution of critical 
intelligence problems. 

com To Serve as a-clearinghouse the focal point and channel of 
communication for all action and administrative information bearing on 
intelligence aspects of exehange exchanges. 

d. To-serve 29 a-eoordinating mechanism Coordinate, from an 
the intelligence standpoint, with-respeet te selection of U. S. participants 
in East-West exchanges and-to recommend such-proeedures es may be re~ 
quired to -insure-the coordinated briefing-and-debriefing of these-partici - - 


pants by-the responsible offices: 


e. Arrange for the Department of State to receive the official 
views of the interested components of the Department of Defense and other 
departments and agencies, as appropriate, regarding industrial and per- 


sonnel security considerations. 


f. Develop procedures in accordance with the provisions of 


DCID 2/3 and DCID 2/8 to assure the coordinated briefing and debriefing 


of U. S. participants. 


a Aa 
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g. @.--Fo Provide advice to East-West-Contacts Staff, the 


Department of State; concerning the intelligence aspects of exehange- 
exchanges of seientifie-material materials with Communist Bloc countries 
for its use in connection with inter-agency coordination of such East- 

West exchange matters. In this reagard, the military -members-shall-apprise 
the GommiuHtee-of the official views of their-respeetive-organizations 

the interested components of the Department of Defense and the AEC, as 
appropriate, shall be secured when recommendations with respect to items 


having military or atomic energy significance are involved. 


h. Advise the appropriate component of the intelligence 
community of the availability of materials acquired through exchanges 
in order that their exploitation and analysis may be coordinated so as 
to assure the fullest utilization of the facilities and expertise of all 
agencies which have technical competence and responsibility in the 
particular area concerned. 

i. Arrange for the participation of other governmental 
departments and agencies as appropriate. 


j. g--To make appropriate -reports-to the -InteHigenee Beard 
as -+to-the results of -exchanges. 
a. h;---The Gommittee In carrying out these functions, the Central 
Intelligence Agency will, so far as practicable, utilize existing 
facilities and groups.to carry-out its functions; -initiating new procedures 
for coordination-only as-neeessary- 


ae ee 
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3. Coordination will normally be achieved through specified points 
22 MOSES ee ee ee ee 


of contact designated by interested agencies. 


-4- 
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MEMORANDUM FOR EXECUTIVE SECRETARY, USIB 


SUBJECT : USIB Vote Sheet Action 
REFERENCE ss: USIB-D-5.1/2, 3 April 1963 
1. With respect to the proposed revisions in Tab A of the reference: 


a. I concur therein. 


b. Iconcur therein, subject to the comments 
or amendments set forth in paragraph 2 
below. * 


c. Ido not concur in the proposed revisions. 
See comments below. * 


2. Comments or amendments:* 
(Signature) 
(Title) 
(Date) (Agency) 


*May necessitate classification of this memorandum. 
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